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4) UNITS: INCHES UNLESS OTHERWISE NOTED 
5) BREAK SHARP EDGES: 0.005 TO 0.010 MAX 
6) IDENTIFICATION: IDENTIFY PER QSI 044 6.1 
7) WEIGHT: N/A 


BLANK TYPICAL 


9) ALL DIMENSIONS ARE AFTER FINISH 
8) TEXT FONT TO BE FUTURA DEMI-BOLD 


D212-725-1-XXX CAUTION LIGHT SEGMENT 


3) TOLERANCES: PER DART QSI 018 UNLESS OTHERWISE NOTED 


NOTES: 


1) MATERIAL: RED LEXAN 
BLACK TEXT CENTERED IN SEGMENT 
2) FINISH: TBD 
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